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Safety Precautions 


This symbol warns of immediate 
hazards which will result in severe 
personal injury or death. 


A DANGER 


Follow all state and local electrical codes. Have all electrical 
installations performed by a qualified licensed electrician. 

• Do Not Smoke While Servicing Batteries 


This symbol refers to a hazard or 
unsafe practice which can result in 
severe personal injury or death. 


Batteries emit a highly-explosive gas that can be ignited by 
electrical arcing or by smoking. 

• Exhaust Gases Are Toxic 


AWARNING 


| a p»i| ITIOM I This symbol refers to a hazard or 

!-! unsafe practice which can result in 

personal injury or product or property damage. 


Never sleep in the vehicle with the generator set running unless 
the vehicle is equipped with an operating carbon monoxide 
detector. 


Fuels, electrical equipment, batteries, exhaust gases and moving 
parts present potential hazards that could result in serious, per¬ 
sonal injury. Take care in following these recommended procedures. 

Do not work on this equipment when mentally or physically 
fatigued. 

• Use Extreme Caution Near Fuel. A constant potential explosive 
or fire hazard exists. 

Do not fill fuel tank near unit with engine running. Do not smoke 
or use open flame near the unit or the fuel tank. 

Be sure all fuel supplies have a positive shutoff valve. 

Use a non-metallic, non-conductive, flexible section of fuel line 
between the generator set and stationary fuel line in vehicle. 

LPG: The propane fuel supply lines MUST comply with all 
requirements of NFPA 501C Section 3-5, paragraphs 1.1 and 1.2 
as well as Canadian Gas Association Bulletin B149.2-78. The 
installer must review and comply with all applicable codes 
regarding fuel tanks, supply lines, and pressure testing complete 
system for leaks after installation is complete and PRIOR to initial 
operation of the generator set 

Have afire extinguisher nearby. Be sure extinguisher is properly 
maintained and be familiar with its proper use. Extinguishers 
rated ABC by the NFPA are appropriate for all applications. 
Consult the local fire department for the correct type of extin¬ 
guisher for various applications. 

• Guard Against Electric Shock 

Remove electric power before removing protective shields or 
touching electrical equipment Use rubber insulative mats 
placed on dry wood platforms over floors that are metal or con¬ 
crete when around electrical equipment Do not wear damp 
clothing (particularly wet shoes) or allow skin surfaces to be 
damp when handling electrical equipment 

Jewelry is a good conductor of electricity and should be removed 
when working on electrical equipment 

DO NOT CONNECT GENERATOR SET DIRECTLY TO ANY 
BUILDING ELECTRICAL SYSTEM. Hazardous voltages can flow 
from the generator set into the utility line. This creates a potential 
for electrocution or property damage. Connect only through an 
approved device and after building main switch is open. Consult 
an electrician in regard to emergency power use. 

Use extreme caution when working on electrical components. 
High voltages cause injury or death. 


Provide an adequate exhaust system to properly expel dis¬ 
charged gases. Check exhaust system regularly for leaks. 
Ensure that exhaust manifolds are secure and not warped. 

Be sure the unit is well ventilated. 

• Keep the Unit and Surrounding Area Clean 

Remove all oil deposits. Remove all unnecessary grease and oil 
from the unit Accumulated grease and oil can cause overheating 
and subsequent engine damage and may present a potential firs 
hazard. 

When cleaning generator set provide cover or other protection 
so that cleaning and rinse water, and other contaminants are not 
allowed into the generator, air cleaner, control box, fuel solenoid, 
or electrical connectors. Generator set operation and internal 
components can be adversely affected. 

Do NOT clean the generator set while unit is operating. This can 
result in personal injury or product or property damage. 

Do NOT use high pressure air, water, or steam for cleaning, 
generator set and compartment Dirt and other foreign matter can 
be forced into generator, engine and control housings. Genera¬ 
tor set operation and internal components can be adversely 
affected. 

Do NOT use high strength solvents. They can damage electrical 
connectors. 

Do NOT store anything in the generator compartment such as oil 
or gas cans, oily rags, chains, wooden blocks, portable propane 
cylinders, etc. A fire could result or the generator set operation 
(cooling, noise and vibration) may be adversely affected. Keep 
the compartment floor clean and dry. 

• Protect Against Moving Parts 

Avoid moving parts of the unit Loose jackets, shirts or sleeves 
should not be permitted because of the danger of becoming 
caught in moving parts. 

Make sure all nuts and bolts are secure. Keep power shields and 
guards in position. 

If adjustments must be made while the unit is running, use 
extreme caution around hot manifolds, moving parts, etc. 

• General 

Do not work on this equipment when mentally or physically 
fatigued, or after consuming any alcohol or drug that makes the 
operation of equipment unsafe. 
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Introduction 


ABOUT THIS MANUAL 

This manual ..provides information for operating and 
maintaining the Onan BGE (gasoline) and BGEL (liquid 
withdrawal / LPG) models of recreational vehicle gener¬ 
ator sets. This manual covers both conventional com¬ 
partment mount and underfloor mount installations. 

Study this manual carefully and observe all warnings 
and cautions. Using the generator set properly and fol- 
owing a regular maintenance schedule can result in 
longer unit life, better performance, and safer operation. 

HOW TO OBTAIN SERVICE 

When the generator set requires servicing, contact an 
Onan authorized service center for assistance. Onan 
factory trained parts and service representatives are 
ready to handle all service needs. The Parts and Service 
Center Directory F-115, included with your generator 
set, lists the Onan representative nearest you. Copies of 
the warranty (AB-355) and parts catalog are also 
included in the literature package with your generator 
set 

When contacting an Onan authorized service center for 
parts or service, always supply the complete model 
number and serial number as shown on the Onan 
nameplate. 


• Onon • 

Model and Spec No._ 


l Serial 


. Always give above no.'s 

important w hen ordering parts 


AC Volts |Ph : \ - • | 

KVA jkW ’ 


PF |Amps 4 |Hz 


DCV |Amps 

C519HH 


RPM 

Bat. 


Time Rating 



Insul.-NEMA H| p or Recreational 
Class ■ Vehicle Use Only 

Amb 40°C Pour Usage Dans 

Onan Corp Les VehicuJes 

1400 73r<f Ave NE Recreates 

Minneapolis, MN Type Fuel: 

55432 U.S.A. Gasoline 

® Made in USA 99-1360 ® 


ONAN NAMEPLATE 
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Specifications 


BGE/L 



50 Hz 

CO Hz 

GENERAL 



Weight 

228 lb (104 kg) 

218 lb (99 kg) 

Control Fuse 

5 Ampere 1 

ENGINE 



Oil Capacity (Includes filter) 

4 U.S. quarts (3.8 L) 

Tune-Up Specifications 



Spark Plug Gap 

0.025 in. (0.64 mm) 

Breaker Point Gap 

0.016 in. (0.41 mm) 

Fuel Consumption - BGE 



No-load 

0.35 gal/hr (1.3 L/hr) 

0.4 gal/hr (1.5 L/hr) 

Half-load 

0.53 gal/hr (2.0 L/hr) 

0.6 gal/hr (2.3 L/hr) 

Full-load 

0.73 gal/hr (2.8 L/hr) 

0.8 gal/hr (3.0 L/hr) 

Fuel Consumption - BGEL 



No-load 

— 

0.5 gal/hr (1.9 L/hr) 

Half-load 

— 

0.8 gal/hr (3.0 L/hr) 

Full-load 

— 

1.3 gal/hr (4.9 L/hr) 

Speed (r/min) 

1500 

1800 

GENERATOR 



Power (Watts) 

3500 

4000 

Voltage 

110/220 or 120/240 

120 

Current (Amperes) 

31.8/15.9 or 29.2/14.6 

33.3 


BATTERY RECOMMENDATIONS 

Size 12 Volts 

Capacity 360 Cold Cranking Amperes 

Cranking Current 60 Amperes 
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CABLE CONNECTION 


POSITIV 

CABLE 


REMOTE START 
CABLE CONNECTION 


FIGURE 1. BGE AND BGEL GENERATOR SETS 
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Operation 


AWARNING 

EXHAUST GAS IS DEADLY! 


Exhaust gases contain carbon monoxide, an odorless and colorless gas. Carbon 
monoxide is poisonous andean cause unconsciousness and death. Symptoms of 
carbon monoxide poisoning can include: 

• Dizziness • Throbbing in Temples 

• Nausea • Muscular Twitching 

• Headache • Vomiting 

• Weakness and Sleepiness • Inability to Think Coherently 

IF YOU OR ANYONE ELSE EXPERIENCE ANY OF THESE SYMPTOMS, GET OUT 
INTO THE FRESH AIR IMMEDIATELY. If symptoms persist, seek medical atten¬ 
tion. Shut down the unit and do not operate until it has been inspected and 
repaired. 


Never sleep in vehicle with the generator set running unless the vehicle interior is 
equipped with an operating carbon monoxide detector. Protection against carbon 
monoxide inhalation also includes proper exhaust system installation and visual 
and audible inspection of the complete exhaust system at the start of each 
generator set operation. 


BEFORE STARTING 
General Inspection 

Before starting, open generator set access panei/door 
and perform visual inspection of unit and exhaust sys¬ 
tem. Look for loose or damaged components and fas¬ 
teners. Correct as necessary. 


I AWARNING 


Exhaust gas presents the hazard of 
severe personal injury or death. 
Make sure all the exhaust components are operation¬ 
worthy and secure. 


Do not start generator set under a load condition. Check 
that vehicle switching device (if equipped) is at utility 
position, or vehicle AC distribution panel breakers are 
of?. See Starting and Stopping, this section. 


Lubrication 

Check the engine oil level. Keep oil level near as possi¬ 
ble to theoil fill level indicator FULL mark. Do not overfill 
See the MAINTENANCE section for procedures. 

Fuel 

Make sure the fuel tanks are full. See “Recommended 
Fuels” following. 


Fuel presents the hazard of lire or 
explosion which can result in severe 
personal injury or death. Do not smoke or allow any 
ignition sources around fuel or fuel components. Keep 
a type ABC fire extinguisher nearby. 

RECOMMENDED FUELS 


AWARNING 


Confirm that vehicle is not parked in high grassor brush. 

Fire can cause severe personal 
injury or death. Do not operate the 
generator set when the vehicle is parked in high grass 
or brush. 

Do not operate the generator set if exhaust gases will 
not effectively expel away from vehicle. 

Exhaust gases can cause severe 
persona! injury or death. Never oper¬ 
ate the generator set unless the exhaust system is 
clear of walls, snow banks, or any obstruction that can 
prevent exhaust gases from dissipating. Never operate 
any exhaust fan in the recreational vehicle when the 
generator set is running. It can draw exhaust gas into 
the vehicle interior. 


Gasoline BGE Model 

Use clean, fresh, unleaded or regular grade gasoline. 
Using unleaded gasoline results in extended periods 
between service, longer spark plug life, and reduced 
carbon clean-out maintenanca If regular gasoline is 
used, lead deposits must be removed from the cylinder 
heads as required to reduce engine power loss. 
Unleaded gasoline can be used safely after regular 
gasoline usage if lead deposits have been removed 
from the cylinder head areas. 

f A rA i mnw i Alternating between unleaded and 
| | ea{/etf (regular) gasoline can result 
in engine damage unless lead deposits are removed 
from the cylinder head areas before using unleaded 
gasoline again. 

Redistribution or publication of this document, 
by any means, is strictly prohibited. 
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Liquid LPG BGEL Model 

Use clean, fresh commercial propane or HD-5 grade 
liquid propane gas in a mixture of at least 90 percent 
propane. Propane fuels other than HD-5 can contain 
more than 2.5 percent butane which can result in poor 
fuel vaporization and poor engine starting in low 
ambient temperatures (below 32°F or 0°C). 

A manual shutoff valve must be mounted on the propane fuel supply 
tank. This supply tank valve must be opened fully when operating the 
generator set to ensure the excess flow valve will close with a broken 
propane fuel line. 

STARTING AND STOPPING 

The following are general starting and stopping proce¬ 
dures. For initial start-up of unit, refer to Break-in 
Procedure. 

1. Push the start-stop switch to the START position at 
the generator set control or at remote control (if 
equipped). Release the switch when the generator 
set starts. 

2. Allow unit to warm up before connecting a load. 
During warm-up, observe unit operation. Confirm 
that unit performance is satisfactory. 

3. Apply loads. Refer to SPECIFICATIONS section for 
generator set output and performance ratings. Then 
refer to Figure 2 to aid in determining appliance 
usage during generator operation. 

Continuous generator set overload¬ 
ing can cause high operating tem¬ 
peratures that can damage the generator windings. 
Keep the load within the nameplate rating. 


BREAK-IN PROCEDURE 

To prevent high oil consumption or glazing of the engine 
cylinders, Onan recommends breaking-in of the unit 
The procedure is as follows: 

1. After starting, plug in enough appliances to total 
one-half the generator set capacity (about 2,000 
watts). Refer to Figure 2 for the approximate wat- 
tages of common appliances. 

2. Run the generator set with this load for two hours. 

3. Operate the generator set at three-quarters capac¬ 
ity for another two hours. Refer to Figure 2. 

These loads are approximations. If you do not have enough 
appliances in the vehicle for three-quarters capacity, engage as 
many appliances as you can. 

4. Change the engine crankcase oil after the first 50 
hours of operation and every 150 hours after that 
See MAINTENANCE section. 

OPERATING CONDITIONS 
Hot Weather 

In hot weather (above 90°F/33°C), keep the cooling fins 
clean and see that nothing obstructs airflow to and from 
the generator set 

Cold Weather 

Use the correct oil weight and type for cold weather 
conditions. See the MAINTENANCE section. Change 
the oil only when the engine is warm. If sudden tempera¬ 
ture variations occur and your current oil is not the 
appropriate viscosity, change the oil following the 
recommendations. 


A CAUTION 


Appliance or 

Approximate 

Tool 

Running Wattage 

Refrigerator. 


Electric broom. 


Coffee percolator. 


Electric frying pan. 


Hair dryer. 


Bectric stove (per element) . 


Electric iron . 


Radio. 


Bectric water heater. 


Space heater. 


Bectric blanket. 


Television. 


Electric drill. 


Battery charger. 


Air conditioner. 


Converter. 


Microwave oven. 



FIGURE 2. APPROXIMATE POWER REQUIREMENTS OF 
COMMON APPUANCES 

4. To stop generator set, remove ail loads and allow 
unit to run for three to five minutes to cool down. 
Then push the start-stop switch to the STOP posi¬ 
tion at the generator set control or at remote control. 


BGE (Gasoline) Models Only: At temperatures below 
40°F (4°C), move the carburetor air preheater lever to 
the WINTER position. The actuating lever is located on 
the outside of the air cleaner housing (see Figure 8). At 
temperatures above 70°F (21 °C), move the preheater 
leverto the SUMMER position. Between 40°F (4°C) and 
70°F (21 °C), you can leave the preheater in either 
position. 


ACAUTION 


Operation of the preheater when temp¬ 
eratures are above 70° F (21°) can 
cause erratic operation and can result in reduced 
engine power and reduced engine life. 


High Altitudes 

Maximum power will be reduced about four percent for 
each 1000 feet (310 m) above sea level after the first 
1000 feet (310 m). if operation is inhibited by high alti¬ 
tude (above 2000 feet or 620 m), adjust the carburetor 
main fuel adjustment for a slightly leaner fuel mixture. 
Turn the main fuel adjustment in 1 1 8 turn. See Figure 3. 

When determining fuel mixture set¬ 
tings, never force the fuel mixture 
adjustment needles against their seats. This damages 
the seats and the needles. 

Redistribution or publication of this document, 
by any means, is strictly prohibited. 
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BGE (GASOLINE FUEL) 


MAIN 
ADJUSTMENT 
SCREW 


FS-1C91 


BGEL (LIQUID LPG FUEL) 



FS-1601 


FIGURE 3. CARBURETOR MAIN ADJUSTMENT SCREW 

E^tremefy Dusty or Dirty Conditions 

1. Keep the generator set clean. Keep cooling sur¬ 
faces clean. 

2. Service the air cleaner as frequently as necessary. 

3. Change the engine crankcase oil every 50 operat¬ 
ing hours. 

4. Keep oil in dust-tight containers. 

5. Keep the governor linkage clean. The MAINTE¬ 
NANCE section shows this procedure. 

GENERATOR SET EXERCISE 

infrequent use can result in difficult starting and mois¬ 
ture condensation in the engine. Moisture is caused by 
the engine not running enough to reach normal operat¬ 
ing temperature. If severe enough engine damage can 
result 

During infrequent use, guard against engine damage. 
Run the generator set at 50 percent capacity (2000 watts 
or one air conditioner) for two hours every four weeks. 
Exercising for longer time periods is better than several 
short intervals. 


REMOTE CONTROL 

Optional remote start-stop controls are available for all 
Onan recreational vehicle generator sets. The remote 
control allows you to operate your generator set from 
inside your motor home. 


The Standard remote control includes a start-stop 
switch, and an indicator lamp that illuminates when the 
unit is operating. The Deluxe control contains these 
items plus a running time meter and a battery condition 
meter. See Figure 4. 


GENERATING LAMP 
(ILLUMINATES WHEN 
SET IS OPERATING) 



RUNNING - 1 /—BATTERY 
TIME CONDITION 

METER METER 


DELUXE 

PANEL 



FIGURE 4. REMOTE CONTROL PANELS 

Using the Remote Control 

Depress the start-stop switch to the START position and 
hold until the light illuminates (this indicates that the 
generator set is operating), then release the switch. See 
Figure 4. 

If you held the switch at START position forten seconds 
and the light does not illuminate, release the switch. 
Wait two minutes and try again. If the second attempt 
does not start the generator set start the unit at the set 
control. Failure of the light to illuminate may indicate an 
open circuit in the remote wiring. Contact an Onan 
dealer for assistance. 

The running time meter indicates cumulative total hours 
of generator set use. Record hours indicated each time 
unit maintenance is performed. 

The battery condition meter indicates the relative condi¬ 
tion of the battery, and battery charging circuit. The 
meter should remain in the norma! zone. If meter reading 
is consistently high or low, contact an Onan dealer for 
assistance. 
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OUT-OF-SERVICE PROTECTION 

If you are unable to exercise the generator set regularly- 
and your set will not be in use for more than 30 days, the 
following procedure is recommended. 

Preparing Generator Set for Storage 

1. Run the generator set at 50 percent capacity for one 
hour. 

2. Turn off the fuel supply and remove the air filter. As 
the generator set runs out of fuel, squirt defogger 
into the carburetor intake and reassemble air filter. 

3. Shut the generator set off. Remove the spark plugs. 
Pour one tablespoon (about 30 ml) of standard 
engine oil into the spark plug holes. Crank the 
engine for about 10 seconds. Replace the spark 
plugs. 

4. Change the oil when the exhaust system has 
cooled. 

5. Disconnect cables from starting battery. 


Returning Generator Set to Operation 

1. Perform a general inspection of the generator set. 

2. Check battery electrolyte level, and reconnect cables. 

3. Check air filter. Replace if dirty. 

4. Check the engine oil level. 

5. Open (turn on) fuel supply. 

6. Start the generator set at the unit initial start-up 
might be slow due to oil in the cylinders. Smoke and 
rough operation will occur until the oil in the cylin¬ 
ders is burned. If it fails to start replace the spark 
plugs. 

7. Apply 50 percent load to the generator set until it 
runs smoothly. Let it run for an hour. 

8. Remove load and let the generator set run for three 
to five minutes to cool down. Then push the start- 
stop switch to STOP position. The generator set is 
now ready for operation. 


TROUBLESHOOTING GUIDE 

The following is a simplified troubleshooting guide. If these recommendations fail to resolve the problem, contact your 
Onan service organization or authorized generator set repair service. 


Problem 

Probable Cause 

Solution 

FAILS TO CRANK 

1. Low battery. 

2. Bad battery connection- 

3. Blown fuse. 

1. Check battery electrolyte level. 

2. Clean and tighten all battery 
and cable connections. 

3. Replace fuse on control box. See 
specifications for proper fuse rating. 

CRANKS SLOWLY 

1. Low battery. 

2. Bad battery connection. 

3. Oil is too heavy. 

4. Load connected. 

1. See “Fails to Crank”, #1. 

2. See “Fails to Crank”, #2. 

3. Replace with lighter oil. 

4. Remove load. 

CRANKS BUT WONT START 

1. Fuel below genset pick-up 
level in tank. 

2. Fuel supply shutoff valve closed. 

3. Carbon deposits on spark plugs. 

1. Add fuel. 

2. Fully open fuel supply valve. 

3. Remove spark plugs and clean. 

EXHAUSTING BLACK SMOKE 

1. Rich fuel mixture. 

2. Dirty air filter. 

3. Choke stuck. 

1. Turn main fuel adjustment in 

1 /8 turn (location of adjustment is 
shown in Figure 3). 

2. Replace air filter. 

3. See Onan representative. 

UNIT RUNS THEN STOPS 

1. Out of fuel. 

2. Low oil level. 

3. Excess oil. 

1. Refill fuel tank. 

2. Add oil if necessary. 

3. Reduce engine oil level. 

UNIT RUNS BUT SURGES 

1. Worn breaker points. 

2. Loose or worn spark plug 
leads. 

3. Igntion coil, wiring, or control 
components defective. 

1. Adjust or replace breaker points. 

2. Check security of spark plug 
leads at spark plugs and ignition 
coil. Replace leads if worn. 

3. Contact an Onan service center. 


AWARNING 


A hot generator set can cause severe 
burns. Always allow the generator 


set to cool before performing any maintenance or 
service. 

by any means, is strictly prohibited. 
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Maintenance 


Establish and adhere to a definite schedule for mainte¬ 
nance and service. If the generator set is subjected to 
extreme operating conditions, you should reduce the 
intervals accordingly. 


GENERAL INSPECTION 

Perform a general inspection every eight operating 
hours. Start the generator set Visually and audibly 
check for abnormalities. 


Consult your Onan dealer if the generator set will be 
subjected to any extreme operating conditions and 
determine a suitable maintenance schedule. Keep an 
accurate log of all service and maintenance performed 
for warranty support 

Perform all the maintenance at the time period indicated 
or after the number of operating hours indicated, which¬ 
ever comes first Use the schedule to determine the 
maintenance required, and then refer to the sections 
that follow for the correct procedures. 


EXHAUST 

Examine the exhaust system for leaks. If you have a 
conventional compartment mount generator set in¬ 
spect the compartment for holes which might allow 
exhaust gas to enter the recreational vehicle. Do NOT 
operate thegenerator set if it runs louder than usual, the 
compartment has holes to the interior, or the exhaust 
system has leaks. See your Onan service center as soon 
as possible and do not operate the generator set until 
the problem has been corrected. 


If you have the under-floor mount generator set and it 
must be lowered for any maintenance procedure (that is, 
you cannot service it in its normal position), see the 
procedure “Lowering the Under-Floor mount Genera¬ 
tor Set" in this section before beginning the mainte¬ 
nance procedure. 


AWARNING 


Exhaust gas presents the hazard of 
severe personal injury or death. If 
you find any exhaust leaks, do not operate the genera¬ 
tor set and have the exhaust system repaired as soon 
as possible. 


AWARNING 1 Accidental starting of the generator 

- Mn MI — I set during maintenance procedures 

can cause severe personal injury or death. Disconnect 
both generator set starting battery cables before per¬ 
forming maintenance. 

PERIODIC MAINTENANCE SCHEDULE 


Service These Items 

After Each Cycle of Indicated Hours 

8 

50 

150 

200 

General Inspection 

X 1 




Check Oil Level 

X 




Check Battery Electrolyte Level 


X 



Clean Out Spark Arrester 


X 



Clean and Lubricate Governor Linkage 


X 



Change Crankcase Oil and Oil Filter 



X 2.7 


Change Air Filter 



X 2 


Clean Fuel Filter 



X 3 


Replace Spark Plugs 



X 4 


Check Breaker Points 



X s 


Replace Breaker Points 




X 4 

Clean Cooling Fins 




X 6 

Adjust Carburetor 

As Required 6 

Check Generator Brushes 

As Required 6 


1 - With set running, visually and audibly check exhaust system for leaks. 

2 - Every 150 operating hours or once a year, whichever is first Perform more often in 

extremely dusty conditions (i.e., check monthly, and change if dirty). 

3 - Equipped on BGEL Customer option for BGE models. 

4 - Or replace annually, or prior to storage, whichever is first. 

5 - Replace if necessary. 

6 - Have your Onan service center perform. 

7 - First oil change during first year or 50 hours of operation, whichever is first 
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SPARK ARRESTER 

Exhaust spark arresters are necessary for SAFE OPER¬ 
ATION. All require periodic clean-out to maintain maxi¬ 
mum efficiency. See the maintenance schedule for 
recommended cleaning intervals. 

To clean the spark arrester, remove the 1 /8 inch pipe 
plug from the bottom of the muffler. Run the generator 
set with load for five minutes. Stop the generator set and 
allow the muffler to cool. Replace the pipe plug in the 
muffler. 

ENGINE OIL 
Checking Engine Oil Level 

Be sure the engine crankcase is filled with oil to the 
FULL mark on the oil level indicator (Figure 5). When 
adding oil between changes, use the same brand. Dif¬ 
ferent brands might not be compatible when mixed. See 
“Recommended Engine Qil” in this section. 

Add oil until it reaches the FULL mark on the oil level 
indicator, but do NOT overfill. Too much oil can cause 
foaming and engine shutdown. Always replace the oil 
level indicator tightly to avoid leakage. 

Hot oil can cause severe personal 
injury. Do not check the oil level with 
the generator set running. Oil can blow out the oil fill. 



FIGURE 5. OIL LEVEL INDICATOR 

Check the oil level as follows: 

1. Remove oil level indicator and wipe with clean rag. 

2. Reinstall oil level indicatorto normal operating posi¬ 
tion (fully in). 

3. Unscrew indicator out again and check oil level on 
indicator stem. 

4. Add oil as prescribed above. 


Changing Engine Oil and Oil Filter 

Figure 1 shows the location of the oil drain, oil filter, and 
oil level indicator. If operating in dusty or dirty condi¬ 
tions, change the oil more frequently than shown in the 
maintenance schedule. 

To drain oil, place a pan under the oil drain valve. Open 
valve and allow oil to drain from engine. Close drain 
valve. 

Use only Onan approved oil filters. Onan filters are 
application-tested for reliable service. To change the 
filter, place a pan under the filter and turn counter¬ 
clockwise. Coat the new oil filter gasket lightly with 
engine oil and install. Turn clockwise until the gasket 
just touches the oil filter mounting base, then tighten an 
additional half turn. Wipe up any excess oil. 

Refer to SPECIFICATIONS section for oil capacity. Also 
see the following Recommended Engine Oil to select 
proper grade of oil. Remove oil level indicator. Replen¬ 
ish oil into engine at fill port. 

Replace oil level indicatorto normal operating position 
(fully in). Tighten securely to avoid leakage. Wipe clean 
any excess oil and properly dispose of cleaning rags 
and old oil. 

Recommended Engine Oil 

Use oil with the API (American Petroleum Institute) 
designation SF. Oil should be labeled as having passed 
MS Sequence Tests (also known as having passed 
ASTMG-IVSequence Tests). Refer to the oil chart (Fig¬ 
ure 6) for recommended viscosity and temperatures. 

Oil consumption can be higher with a multigrade oil 
than with a single grade oil if both oils have a compara¬ 
ble viscosities at 210°F (99° C). For that reason, single 
grade oils are generally desirable unless anticipating a 
wide range of temperatures. 



°F -20 0 20 40 60 80 100 

"C ~-30 -2 0 -10 6 10 20 30 40 

TEMPERATURE RANGE YOU EXPECT BEFORE NEXT OIL CHANGE 


LSH39 


^WARNING 


FIGURE 6. SAE VISCOSITY GRADES 
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BATTERY CARE 


AIR FILTER 


To increase battery life, the operator can perform a 
number of routine checks and some preventative 
measures. 


1. Keep the battery case clean and dry. 

2. Make sure the battery cable connections are clean 
and tight Use a terminal puller when removing 
cables. 

3. Identify each battery cable to be positive or negative 
before making any connections. Always connect 
the ground (negative) cable last 

4. Maintain the electrolyte level by adding water (drink¬ 
ing quality or better) as needed for filling to the 
split-level marker in the battery. 

The water ingredient of the electrolyte evaporates, but the sul¬ 
phuric acid ingredient remains. For this reason, add water, not 
electrolyte. 

5. Avoid overcharging when recharging. Stop the 
boost charge when the electrolyte specific gravity is 
1.260 at about 80°F(27°C). 


AWARNING 


Batteries present the hazard of 
explosion which can result in 
severe personal injury. Do not smoke or allow any 
arc-producing devices aroundthe battery area. Do 
not disconnect battery cables while the generator 
set is cranking or running. Batteries give off 
explosive gases. 


GOVERNOR LINKAGE 

The governor linkage must be free to move through its 
entire travel. Clean and lubricate as specified in the 
maintenance schedule. Refer to Figure 7. 

The nylon joint is self-lubricating and requires no addi¬ 
tional lubricant. To clean, simply wipe joint with a dry 
cloth. Refer to “A” of Figure 7. 

APAIITIONII § ome lubricants have solvents that 
ikiAU lum j can d ama g e the governor nylon joint 

Read the manufacturer’s instructions before using. 
Forthe steel governor joint, “B" of Figure 7, lubricate the 



In dusty conditions, change the air filter often (Figure 8). 
Onan airfilters are treated with a fire retardantto prevent 
fire caused by engine backfire. Use only Onan approved 
filters. Universal filters look similar but might not perform 
to Onan and certified agency specifications. Onan filters 
are application-tested for reliable service. 

To change the filter, remove the through-bolt on the 
outside of the air cleaner housing (Figure 8). 

For BGE models only (gasoline), 
when removing the air cleaner hous¬ 
ing, be careful not to damage the carburetor air pre¬ 
heater hose which is attached to the housing. 


ACAUTION 



FIGURE 8. REPLACING THE AIR FILTER 


FUEL FILTER (BGEL-LPG FUEL) 

The fuel filter (see Figure 9) removes solid impurities 
such as rust or scale from the LP-gas before they can 
clog the regulator or carburetor. A magnet within the 
filter housing traps iron or rust particles while a filter 
element traps non-magnet particles. The fuel filter 
operates at container pressure and must be carefully 
assembled after filter cleaning to prevent leakage. 

To perform maintenanceon the liquid LPGfuel filter, first 
purge the fuel system as described. 

Purging Fuel System 

1. Close the shutoff valve at the fuel tank. 

2. Start the generator set and run until it runs out of 
fuel. 

3. Crank engineafewtimes after it stops to make sure 
it is completely purged of fuel. 


FIGURE 7. LINKAGE CLEANING AND LUBRICATION 
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4. Move the recreational vehicle to a location that is 
well-ventilated and away from any fire, flame, or 
other ignition source. 

5. Remove the vehicle negative (-) battery ground 
cable and the generator set negative (-) ground 
cable from their respective batteries. 

6. Close the fuel shutoff valves at the fuel tankforboth 
the generator set fuel supply system and the 
appliance (stove, heater, etc.) fuel supply system. In 
addition, close the fuel shutoff valves at each 
appliance. 


AWARNING 


Liquid LP gas presents the 
hazard of fire or explosion 
which can result in severe personal injury or 
death. Eliminate all sources of ignition such as 
pilot lights and sparking electrical equipment 
before purging the fuel system. Provide adequate 
ventilation to dissipate LP gas as it is released. 


7. Slightly open the flexible section of fuel line at the 
solenoid valve just enough to allow the gas to 
escape slowly. 

8. Disconnect the fuel supply hose from the carburetor 
and hold it clear of the set 

9. Press in and hold the primer button on the regulator 
to release LP gas from the set fuel system. When no 
more gas can be heard escaping from the open end 
of the fuel supply hose, reconnect the hose to the 
carburetor and proceed to “Cleaning Liquid LPG 
Fuel Filter.” 


Cleaning Liquid LPG Fuel Filter 

Clean the LPG filter with the following procedure. Refer 
to Figure 9. 

1. Remove the four capscrews and lock washers that 
secure the filter bowl to the filter body. 

2. Separate filter bowl from filter body and discard the 
O-ring seal. 

3. Remove nut and washer from center stud and pull 
out the filter element 

4. If filter element is clogged, wash element in kero¬ 
sene and blow dry with low pressure (30 psi or 207 
kPa) compressed air. Replace filter element if 
damaged. 


AWARNING 


Kerosene presents the hazard of 
fire or explosion which can 
cause severe personal injury or death. Do not 
smoke or expose the kerosene to flame or any 
arc-producing device. Clean with care. 


5. Wipe the center stud magnet clean of any rust or 
scale particles that have collected. Do not tap the 
magnet clean of loose particles; magnet may 
become damaged. 

6. Install clean filter element using new gaskets (2) and 
securely tighten center and stud nut 

7. Place a new O-ring in the filter bowl sealing groove. 



FIGURE 9. LIQUID LPG FUEL FILTER 

8. Align reference mark on the filter bowl with refer¬ 
ence mark on filter body and install capscrews (4). 
Tighten capscrews 56 to 74 in. lb. (6.5 to 8.3 N*m) 
torque. When the fuel system is pressurized, check 
filter for leaks. 


AWARNING 


Liquid LPG presents the hazard of 
fire or explosion which can result in 
severe personal injury or death. After assembly of the 
filter assembly and turning on the fuel shutoff valve, 
check to make sure the filter does not leak using a soap 
and water solution. If it leaks, turn off the shutoff valve 
immediately. If you cannot determine problem, call 
your nearest Onan service center. 


SPARK PLUGS 

A spark plug with heavy combustion deposits can cause 
misfiring, poor operation, or stopping when a load is 
applied. Each time the spark plugs are removed, 
inspect and regap (Figure 10). If a plug looks discolored 
or fouled, replace it 

• Black deposits indicate a rich mixture. 

• Wet plug indicates misfiring (gasoline fuel only). 

• Badly or frequently fouled plug indicates the need for 
a major tune-up. 



ESI374 


FIGURE 10. MEASURING PLUG GAP 
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BREAKER POINTS AND CONDENSER 

It is important that the breaker points and condenser be 
in good working condition, and the breaker points prop¬ 
erly adjusted for efficient generator set operation. 

The condenser extends the breaker point service life by 
preventing arcing across the points as they open and 
close. A defective condenser causes a weak spark at 
the spark plugs and rapid point wear produced by arc¬ 
ing across the points. 

If the breaker points are pitted or burned or the con¬ 
denser is suspected as defective, replace both by 
obtaining a tune-up kit from an Onan dealer. 

Use the following procedure to replace and adjust the 
breaker points and condenser. 

ignition adjustments should be made with the engine in a static 
condition and cold. 

1. Disconnect the negative (-) battery cable at the bat¬ 
tery terminal. 

2. The breaker points and condenser mount on top of 
the engine block. Remove the breaker box cover 
clip and lift off the breaker box cover. 

3. Remove the spark plugs to permit easy rotation of 
the engine and generator assembly. Using a 3/8 
inch hex socket driver and socket wrench, turn the 
rotor through-bolt in a clockwise direction until the 
breaker point gap is open the maximum amount 

4. Remove the condenser mounting screw (A) and 
disconnect the condenser and ignition lead wires 
(screw B). Lift out condenser (see Figure 11). 


SEE SPECIFICATIONS 
SECTION FOR GAP 



FIGURE 11. SETTING BREAKER POINTS 


5. Remove the breaker points mounting screws (C) 
and lift out the point assembly. 

6. Replace the condenser and point assembly and 
install in reverse order of removal. 


7. Use an alien head wrench to adjust set screw D to 
obtain the gap setting specified in the Specifications 
section. Measure the point gap with a flat thickness 
gauge (see Figure 11). 

Make sure feeler gauge is clean and free of any grease, oil or 
dirt 

The timing is adjusted during initial engine assem¬ 
bly and is fixed by the point gap adjustment No 
other adjustment or alignment is necessary. 

8. Replace the breaker point box cover and hold¬ 
down wire, spark plugs, and spark plug leads. 

9. Connect negative (-) battery cable to negative bat¬ 
tery terminal. 

LOWERING AND RAISING 
THE UNDER-FLOOR MOUNT SET 

If the under-floor mount generator set model must be 
lowered for maintenance or service (that is, it cannot be 
serviced in its normal position), use these procedures, 
following the instructions very carefully. 

A floor jack is required to safely lower and raise the generator seL See 
Figure 12. 


The generator set falling down can 
cause severe personal injury or 
death and equipment damage. Use a lloor jack or other 
such device to control and support the weight ol 
generator set when lowering and raising the unit Do 
not attempt to lower or raise the generator set by hand. 

11 generator set will be left In the down (tilted) position for more than 
thirty minutes, hist drain the oil. 

Oil in the engine cylinders can cause 
engine damage during starting at¬ 
tempts. Because oil can enter the engine cylinders 
when the generator set is lowered (tilted), do not leave 
the generator set in the lowered position for more than 
thirty minutes if the oil has not been drained. 


AWARNING 


ACAUTION 


Lowering Under-Floor Generator Set 


1. Park the recreational vehicle on as level a surface 
as possible. 

2. Put the vehicle in its park position, lock the brakes, 
and remove the ignition key. Make sure no one 
moves the vehicle while performing this procedure. 


AWARNING 


Dropping the generator set 
creates the hazard of serious 
personal injury or death. Make sure that no one 
moves the vehicle during this procedure and that 
the procedure is performed very carefully and only 
as indicated. 


3. Disconnect both battery cables at the generator set 
starting battery and open the generator set access 
door (if any). 

Redistribution or publication of this document, 
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4. If the generator set exhaust system is connected to 
or supported by the under-structure of the recrea¬ 
tional vehicle, you will have to separate the exhaust 
system near the generator set before lowering the 
unit. 

5. Check the electrical connections and fuel line to the 
generator set to make sure there is sufficient slack 
when lowering the generator set 

Fuel presents the hazard of fire 
or explosion which can result in 
severe personal injury or death. Proceed with care 
any time you must work with fuel, fuel lines, and 
fuel system components. 

6. Use a floor jack similar to the one shown in Figure 
12, and position the floor jack under the reinforce¬ 
ment ribs of the drip tray as shown. 

Use an adequate floor jack. Refer to SPECIFICATIONS section 
for unit weight. 

The generator set falling down 
can cause severe personal injury 
or death and equipment damage. Use a floor jack 
or other such device to control and support the 
weight of generator set when lowering. Do not 
attempt to lower generator by hand. 


7. Raise the floor jack until it just makes contact with 
the drip tray, then just put a little upward pressure 
under the drip tray. 

8. Remove the four bolts from the front support 
bracket, and remove the support bracket itself. This 
might require slight adjustment of the floor jack, 
either slight raising or lowering of the jack. 

9. Once the support bracket is removed, all the weight 
of the generator set on that side is on the floor jack. 
Slowly lower the floor jack, being careful to allow 
the floor jack to roll as the generator set swings 
downward. 

The generator set falling down 
can cause severe personal in- 
ke sure the generator set is rest¬ 
ing securely before moving the floor jack. 

10. Onan suggests you put some wood blocks under 
the drip tray assembly so that you can remove the 
floor jack. This will allow you more access room for 
the maintenance or service procedure. 

11. Perform maintenance or service procedures. 













Raising Under-Floor Generator Set 

1. Reposition the floor jack under the reinforcement 
ribs of the drip tray. Before raising the generator set, 
make sure you will not damage any electrical con¬ 
nections, the fuel line, etc. 

2. Slowly lift up the generator set 

Use an adequate floor jack. Refer to SPECIFICATIONS section 
for unit weight 

The generator set falling down 
can cause severe personal in¬ 
jury or death and equipment damage. Use a lloor 
jack or other such device to control and support 
the weight of generator set when lifting. Do not 
attempt to lift generator by hand. 

3. When the generator set reaches the upward limit, 
re-install the support bracket You might have to 
make a slight adjustment with the floor jack, with 
slight raising or lowering of the jack to engage the 
safety support bracket hooks (on end of panel ends). 


AWARNING 


4. Use Locktite or similar thread locking material on 
the bolts used to secure the support bracket in place 
(ones removed from Step 8 of “Lowering Under- 
Floor Generator Sets”). Then install the 5/16-inch 
bolts to 14 ft-lb (19 N*m). 

5. Fasten or secure any fuel line, and exhaust compo¬ 
nents moved or disconnected for this procedure. 
Make sure the exhaust components are put back in 
their original positions. 


AWARNING 


Exhaust gas presents the ha¬ 
zard of severe personal injury or 
death. Make sure all components are reinstalled in 
their original places and that the exhaust system is 
operation-worthy to prevent any exhaust leaks. 


6. Fasten battery cables at generator set terminals, if 
disconnected for this procedure. 

7. Reconnect the generator set battery cables at the 
battery; first the postive (+) lead, then the negative (-) 
ground lead last 

8. If engine oil was drained for maintenance, refer to 
Engine Oil and replenish as necessary. 

9. Close the access door (if any). The generator set 
should now be ready for operation. 
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